To:  Restivo,  Angela[Restivo.Angela@epa.gov] 

Cc:  Kirkland,  Robert[kirkiand. robert@epa.gov];  Brown,  Jamesr[brown.jamesr@epa.gov];  Garcia, 

DavidfGarcia. David@epa.gov];  Foster,  Althea[Foster.Althea@epa.gov];  Webster, 
Susan[webster.susan@epa.gov];  Crossiand,  Ronnie[Crossiand. Ronnie@epa.gov] 

From:  McCasiand,  Mark 

Sent:  Fri  8/7/2015  8:34:21  PM 

Subject:  Updated  spreadsheet 

NewMexicoWaterSvstems.xIsx 


Attached.  New  page  with  additional  locational  data  for  inactive  Intakes  at  Lower  Valley 
and  Farmington 


Mark 


From:  Restivo,  Angela 

Sent:  Friday,  August  07,  2015  3:06  PM 

To:  McCasiand,  Mark 

Cc:  Kirkland,  Robert;  Brown,  Jamesr;  Garcia,  David 
Subject:  lat  long  needed  for  three  listed 


NMJMfffifidon  animas 
water  system  river  pump 
station  # 1 

NMMvl'OSMlley  westland 
water  users  park 
association  intake 
NMI6vi/0B2411ey  fanners 
water  users  ditch 
association 


These  intakes  were  not  listed  in  the  file  that  you  provided  yesterday.  They  need  coordinates  to 
those  so  sampling  can  take  place  at  these  locations.  Would  you  please  track  these  down? 

Thanks. 


Angela  Restivo 
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Compliance  Officer 
Drinking  Water  Section 
U.S.  EPA  Region  6 
1445  Ross  Ave  (6WQ-SD) 
Dallas, Texas  75202-2733 
phone:  214-665-7123 
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